

TO I Chief, 

Chief, 

/ SV'EJECT; CceoAns of .U\TIC*tO;ji Tears 


!,!AY G 1S52 


Kerci-cr.co is mcie to discussions ccnccrnlrj Iho sendins of cn ASnC’iOiS 
t»«**-* to r.-jpiicatio!i of eppropriato tcchniqucc in record wO 

y O.C ths foUoulns focllltlcs for AP.fraiOffi hove 

(liTinisiii oith die intci'ssted ease officars., !;or.'o%ur, it is suii^^sd 
'tint. i;;c yc'ivrircr.-.ents of /iRTICHUiVdi bo officially r.'ide Lnovm to 

ortlor "lot soorcoriatc advance arrr.nj^erents arri P-~~ 
PsoraiiorjitL-slit be' rnric. Tlse AKlTCHCiil te::;.i is prepcv'cd to Cdocivt 
22 !'~*. Ucv.'cver, a definite cate *iTill ba est-ablir.:r~-a vdicn a^recd^upcn, ..<-t 
it should not Vfay r.ore tcuvn trro cr tiu'cc days fres; tiie 22 Hay date. 

It requested thrvt tbc U:e r.eccssai:' adyr.nce 

aiTan-civints to procure facilities as directed b-clcr& in preparaUon rcr «ce 
arx±-:h. of tlio /tilTICIIo:^ tear.. Tne facilities ccsircd arc as follcv.vs; 

(1) House. A safe house should be obt.air.ed in uhich all actusl operr.- 
tions ea.n bo carried cat. .’The house should be lai-jc^cnou'jh to acco:.r.-eda^^ 

a torn of four perrons, ona or ivo ease of-fici-ru iis cet'-i-.nxnod . 

•by the chief of stovtion and ^yurirds. .£ti'r.cr."sr;ants sao'.ua be rr.de for £Ul 
parsonnol to h.v,v3 norlu on the pro.'-isco so that cpuratic:is cm bu carracd 
cn Uit;:cut Ih.o necessity pf constant coninL; and coir.j fror. the saue nouce 
for ordimy li'.lnj purposes, 

(2) vrorkir.j area. Tithin Mia house tho teas: "ill need trro Is-iiyc-.cicc 
bodrooios i.-iti a full batn r.vdjoinir.3 or nearby. Tne rccics sho-old bo on tie _ 
second floor of th.o licuso. It is prctfei-rcd th.at tie roerrs bo "cll carpetca 
ard Tdth cranes if nosciblo in erdor that there idll bo no outside iioiso, 
intcrforancc* and the prococdir.:is in the rocn can to properly norltored, 

(3) Location of the housa. Tl:c house should bo located in a safe and 
reasonably isolated area. Hov.-evor, it should be v.l thin ^ro a.- enable distance 
of the ct.ation location for ccnuunicaticn puipeces.and for the. obtaining ai 

1 . -any equiprsont .vid supplies decried neccesarj' in tiic course of the procccciin:ps. 

\ -(h) Guai'dc. Cccurity cleared c^iards should bo pro'/idod on a tiroDty-four 

V hour basis pi'crlses. Tlie teaja is not in a positicn 

\ noi* docs it ;a ve»'tV.e f ac^li ties to servo as £uard for u-ic subject, a?vi, 
Vaccordinyly, T.han tie lulijcct is not bei.cii proccso-cd, f;uarc\s rust be availai-^c 
for tie security of the subject and M:e house itself. ^ 

OJ) As a su:-rjestio.-i it' is possible that Ihe of >.n.rds 

id a central i.icss facility ;.iii:ht be suiticle for this eparation uatlicut t’le 
eessaty of r;oiai; cutsidc tlic official far.ily and bria^inj in neir pcrsorr.ci 
• thid rpccific puiposc, ■ >• ■ 
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. «• i*..« ,,.v.<.—l rtf' •Sr' tCCTT* Cl'id t' C icCAt-lOn oC tJ'.O C-1-C 

(6) Kr.ov;lcc;:o Oi o.^- p'.iculd to liioiUcl to ovly theca - 

house and ••'■■° r-x^c in tie <’icld v.ho ci' nocesoity '.rest hr.vo la-.s::- 

rersonnol at 5 1>4 no should tV.a rdsslon of ^e 

ur=S e >0 =.J>Jcct ..r ccnc^I <ll=c-o==ion ••.i«.:un 

tho station. 

r-.., ri*»i V-Jjyr Ydth thcss cll '.xjccssaxy cquipr.?or.t Tor the 

(7) •“•0 ^ ‘ ^ ^ cn TI’"' ec^iinvAnt i'crorrod to iX'pio-cc.i.-. 

ty tta to'-. T.® =toli« 

unfojxrccn oe-oi-c-onoy do\elcns. 

(0) required iira for toe cr'd««'=v-, 
t:uo cr touo drv 3 riieuld l:c ^tood . u. -.. utixiu';d. 

33d eonror t.iCi t-’-.o cure r ’^.-^htoS-uid ';o iuliv.-iud So 

U'.o le-du eon ton .nc'-oo -open to too eojn v.'ill !» irjo- 

c^.° 0 ?/lo'S'l=t to precrokns 01 ' to O'jyect, •■•-i.'-'l a pcooitoUty oi 
oitonrliiv: tcii-co or four r.ox’o sd'JiUor.al t.ryr.. 

y:o tonn is desirous of r^txninc otS;cr subjects -cloctcd^end^ 

ennvoNod tvhcsdrusrtor:; cud Cxa field slatton; if 

it-.-. T .-' <1 continue to stsy st the ousc t.ous.t ,-.u 

■ ,'-•' -, 7 ' cfiicf of sinticn for 11-0 crrcfi.uj on ‘--Coi 

to cSf c?Hc^ orf to eotouoi'toi of tdo-o or dcllvur-y or 
tl:o S’.ibj.ect for prccossini pru-pccos. 

/o\ 0.2 techniques epolicci ly the te on; will te in t:^rcw 

(9) TtV^^- aV T-ci -' ••'-'■■’ 0 evsilsblc to the chief cf st-nticr., 

consideration Oi i-.*- c^s-ocs-xl facilities c::ist, 

and in t!to-o coueu SJlltr -d.ul r-lcl'.e 

?'■= **“ h-;: S“r?nf<.?Ur^ tour^rio «a!: to U« O'ooject «y .to'c 

^ul-'niil-Jid'dedreo ol rroclon rollerir.; to prooeooin:, tic toto .dc._.- 
nd-oU-d to t!ds sitiniion. In ouch enro, 

S?U dltouo Uiva t;a cooo mTiccr ord U'.= chle-r or cution, ou rr.cu.u 0 i 3 , 

■ -Uhn disi)c:sl factors prior is U.-e runrdr.;; o. a c-.ec. 

■ CiQ) Tc'-hriour-r. It io the fuU rcspc.ecitillty cf 

( 10 ) ;^c--h.-xqy.-.. ^ ^ .technir.ucs to to crploycd in caun case, c-.- 

in cnniv.^ c. y.<j ^.i-o nrcdicatsd cn tl:o security factors 

tovolvcd,' kapeual toilitoe available ard to eraructer 01 li.'a -oW'-e- 

(3'i) Cctouilien a! to 1C.-.P. to 'x.-aM--lU l'= 
npielralat to rtU In in elurt;o or to_l«u, a 

A technicir-n und a i.vaJ.cc1 c^*-Cv,i. -x ^ 

^^Idcdlro.n l:cudriu.-u-lers or ho s^-y be asuiy.xsd to t;o to.-n ..rci v.c -^-Id 

pci'connul by hccciquartci'S. 
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